18-cv-01868-9052 AL 
Wilet 3-3-60. NY 2848-S* was activated 3-1-60; 
2 pm in Room 10F, Adelphi Hall, cover meeting of 
"Painters Rank and File, CPUSA, NY District, NY 
industrial Division, Building Trades Region". 
NY 2848-S* discontinued 9 am; 3-1-60 and security 
orecautions were maintained. 
Wlet 3-7-60. NY 2853-S* activated 3-4-60; 12:5 
om in Rm 10-D, Adelphi Hall, to cover meeting of {0 
CP USA, NYD, NY Division, Industrial Division". 
¥ 2853-S* discontinued 11:45 am; 3-7-60 and full 
security was maintained. | 
Wilet 3-83-60. NY 2825-S* activated 2-17-60; 2 pi, 
in Rm 8A, Adelphi Hall, cover mmeting of "Painter 
tank and File, CP USA, NY District, Industria | 


frades Region." NY 2825-S* déscontamet 9 ams 


SDELPHI HALL TMS _ NEW YORK.)| 


N¥let 3-11-60. 
installed in Rm 11K, Adelphi Hall, NY, NY. Rm 11 
was reserved by William Albertson, for a meeting 
of "County Organizers and State CP Leaders." 
Monitoring located in Rm LOF, Adelphi Hall. At 
10:05 ams 3-11-60 The installation was removed 
including all evidence. thereof. NY 2851-S* was 
assigned. Full security was maintained. {Uy 
NYlet 3-14-60. NY 2857-S* installed 7:55 am; 
3-12-50, oe ee Hall to cover meeting of "Eastern 
Region Negro Commission". Installation terminated 
6:10 pm3.3-12-60. Mike and attendant wiring | 
removed 11:40am; 4-60. 


18-cv-01868-9053 


ADELPHI HALL, 8-cy-01868-9054 IMS : NEW YORK # 


N¥let 3-16-60. On 3-15-60, NY 2861-S* was 
activated 11:35 ams in Rm 1LOF, Adelphi Hall to 
cover meeting of the "Painters Rank & File, a 
section of CP USA, NYD, Industrial Division, 
Builfing Trades Region." NY 2861-S* was disc 
at 8:15 pm; 3-15-60 and full seer ey was 
maintained. m (2s ow 
NY¥let 3-22-60. NY 2864-S* activated at 12:15 x 
3-21-60 in Rm 10-E, Adelphi Hall to cover meeting 
of "CP USA, NYD, New York Division, Industrial 
Division." NY 2864-S* discontinued 1:15 pm; 
~22560 and full security was maintained. 
NYlet 3-22-60. NY 2868-S* activated 2:15 pm on 
3-23-6 in Rm 10-G, Adelphi Hall to cover meeting 
of "CP USA, NYD, NY Division, Industrial Division 


Under ‘name “Writers Club." NY 2868-S*" diseontin: 
12:10 pm; 3=+24-60 and all security perctautions ‘. 
were observed. peat 
NYlet 4-6-60. NY 2879-S* activated 12:40 pms 
4-60, in Rm 8E, Adelphi Hall cover a meeting 
"CP, USA, NYD, New York Division, Industrial 
bavi sians NY 2879-S* was discontinued at 22:45 
: it int d 


NY¥let 4-6-60, On 4-5-60, NY 2880-S* activates) 
at 12:15 pm in Rm 10-G, Adelphi Hall. to cover a 
meeting of the "Painters Rank and File, CP, USA, 
NYD, Industrial Division, Building. Trades Region. 
NY 2880-S* was discontinued 8:15 pm on 4-5-60 and 
full security was maintained 7 


Ut 


18-cv-01868-9055 


(DELPHI HALL IMS | NEW 3 
Le 18-cv-01868-9056 sng 
Wlet 4-11-60, NY 2883-S* and iP SBaae se installé 
> pm; 4+-8-60 Adelphi Hall to cover meeting of thel 
few York District CP Committee held on 4/8,9,10/6¢ 
TY 2883-S* discontinued 33 30 pm; 4+-9-60 and ; 
W 2884-S* discontinued 6:15 pm 4-10-60. Mikes 
ind wiring remove 320 _ ams 6 
O. NY 2091-S* activated 12:30 pm,j 
im 10-F, Adelphi Hall, NYC to cover meeting ia 
‘Painters Rank and File, CP, USA, - Industri 
division, Building Trades Region." NE 2891-S* 


Wet 4-36-60. NY 2898-S* activated 12:30 pm; 
+-25-60 in Rm 10-E, Adelphia Hall, to cover meet- 
ing of CP USA, NYD, NY DIWISION, INDUSERIAL 
DIVISION. Wy 2898- S* discontinued 1435 pms 4-26 -€ 


ADELPHI, HALL, 


IMS CONEENT HE" YORK, 


Wiet “aDt. 60, NY 2918-S* a carbon mike installed 
at 3:25 pm; 5-23-60 at Adelphi Hall to cover 
meeting nny State CP" to be held in Rm 10G evening 
of 5-23-60. Rm 10G was reserved in the name of 
William Albertson under the name “Progressive 
Labor Forum", NY 2918-S* monitored from Rm 9G. 
NY 2918-S* discontinued 12:32 ams 5-24-60 and | 
all eutednes - of installation ov d 

NY¥let 5-27-60. NY 2919-S* activated 3:35 —T% 
5-23-60 in Rm 10F, Adelphi Hall covering ameeting 
of "CP, Lee NY District, NY Division, NY County 
CP", NY 2919-s* discontinued 11:05 am; 5-24-60 
and security was maintained 


FD 143 dated 5-31-60. CONFIDENTIAL 18-cv-01868-9058 


ADELPHI HALL TMS CONEIDENTY WEW YORK 
{iment =F - ig a 

NYlet 6-1-60. NY 2927-S* activated at 2:30 pm; 
5-31-60 in Rm 10F, Adelphi Hall to cover meeting 
of "CP, USA, NYD, New York Division, Industrial 
Division." NY 2927-S* discontinued 12:10 pm; 
6-1-60 and full security was maintained. be 
N¥let 6-8-60. ON 6-6-60 NY 2933-S* a carbon mik 
was installed 2:30 pm to cover room 11 H, Adelp 
Hall. NY 2933-S* was removed 1:40 pm on 6-7-60 
and all evidence of wiring was also removed. 
NY 2933-5* was utilized to cover meeting of NY 
State CP functionaries held to hear a report on 
the recent founding convention of the American 
Negro Labor Council by a NY State CP delegate to 
th is convention. bi 

° 18-cv-01868-9059 


N¥let 6-10-60.° NY 2935-S* activated 2:35 pms 
6-8-60 in Rm 9-G, Adelphi Hall, to cover meeting 
"CP, USA, NYD, NY Division, Industrial Division" 
under the name "Writers Club". NY 2935-S* was 
disconhinued at 2:45 pm; 6-9-60 and all security 
tions were observe 
let 6-22-60. On 6-21-60 NY 2941-S* activated 
235 pms in Rm 10-F, Adelphi Hall to cover a 
meeting of the "Painters Section, CP USA, NYD 
Industrial Division, Building Trades Region, |U) 
2941-S* discontinued 8:10 pm on 6-21-60 and 
ur it intained : 


N¥let 6-24-60. NY 2943-S* activated 12:30 pm 
6-23~60 in Rm 10-B, Adelphi Hall to cover meeting 
of "CP USA, NYD, New York Division, Industrial 
Division" under name "Labor Press." NY 2943-S* 

: : 18-cv-01868-9060 _-—————+ 


/ADELPHT BALL 


was discontinued 11:30 am; 6-24-60 and all 
security prdcautions were observed. 
NYlet 7-20-60. NY 2955-S* was activated 1 pm; 
7-19-60 in Room 10F, Adelphi Hall,.to cover a 
meeting of captioned org "CP, USA; NY District; 
Industrial Division; Building Trades. Region; nit 
Painters Section." Plant, Room 8G. Disc: 13:20 p 
7-20- 20. Wirin gonditions remain the same. : 
let O=-11- 2966-S* activated 3:45 pm 
8-10-60 in Rm Sa, Adelphi Hall to cover necting 
of "CP,USA, NYD, 4 Division, Industrial Divisio 
under pallial of MWriters Club". NY 2966-S* dise 
1:15 pm; 8-11-60 & all security precautions 
observed ONEBENTIAL 2 


IMS CONFIBENTIAINEW YORK 
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18-cv-01868-9062 


, 


Wlet,*10-6-60 NY=-3019-S% was activated at 3:30 PM on 
10-5=60, in Room 8-K, Adelphi Hall 7); Fifth Ave e’sNYC, to 
*cover a meeting of CPUSA, NYD, NEW YORK DISDRICT ---+-~- 
INDUSTRIAL DIVISION under the name "Writers Club," : . 
NY=3019-S* was disc. at 12:30 PM, 10-6-60 and all security 
precautions were observed, 


NYlet. 10-10-60 NY=302)-Sx was installed at Adelphi Hall 
7h Fifth Ave., NYC, at 2:00 pom.,'10/7/60, to cover a 
meeting of the NY State CP Committee. It was disc. at 
5:50 peme 10/8/60. NY~302)-S* covered the sessions of the 
committee meeting held in Room 9C, Adelphi Hall. Monitoring 
Plant was located in room 10G. 


————$—$——$ 188-009 


Ad 


NYlet. 10-10-60 NY-3025-S¥ was installed at Adelphi Hal} « 
fat 8:55 aeme, 10=9-60, to cover the: session of the, WY Statc 
Committee héld in Room 9B on 10-9-60. It was disc. at 

525k Pelle, 10-9-60, Monitoring plant was located in ---<= 
Room LOB. 


18-cv-01868-9064 


ADELPHI HALL 


; IMS NEW YORK 
Wiet’ 10-12-60. wy 3@B¥EBENMAbvatea 1:15 pm; ” 
10-10-60, in Rm 8E, Adelphi Hall to cover meeting 
of "CP, USA, NY District, NY Division, Industrial 
Division." "hw 3029-S* discontinued 12:10 pm; 
10-11-60, & full security maintained 
0. 3053-S* a carbon mike was 
installed in Rm 9B, Adelphi Hall at 8:25 am; } 
10-29-60 to cover meeting of a "NY CP Districs 
functionaries conference." Monitoring was conduc 
in Rm 10G. Instalation was discontinued 6:17 pm; 
10-29-60 & mike was removed 12:40 pm; 10-31-60. 
All evidence of installation removed and maxifjum 
security maintained. 
NYlet 11- aye NY ag — ee Steves Li- ma Os 
OF, elphi Ha Oo cover meetin 
seh aia dolph’ Hall to cover mpgtine 


FD 143 dated 11-17-60. 


18-cv-01868-9066 


AQELPHI HALL ISCONEIDENTIALNEW YORK=] 
yon ee 18-cv-01868-9067 +YSCONBICENTIALNEW. YORK: 
Wlet 1-10-61. On 1-6-61 at 11:30 am, a mike was 
installed in Rm 1OF, Adelphi Hall to cover meeting 
of "NY State CP Functionaries". Symbol # NY 3118+ 
3*, At 10:40 pm, 1-6-61, this installation was 
liscontinued. avr: we 
Wlet 1-12-61 NY 3128-S* activated 3 pm; 1-11-61 
in Rm 8E, Adelphi Hall, to cover meeting of iI\\¢ 
Japtioned organization "CP, USA, NYD, Industria; 
Jivision". Plant Rm 10G. Discontinued 10:15 pm 
L-11-61. Wiring conditions remain the same 

Wiet 1-25-61. NY 3141-S* activated 3:55 pms Ht 
1-19-61, in Rm 9B, and NY 3142-S* at 1:10 pm; 
1-19-61, in Rm 10D, Adelphi Hall covering a meet-i 
ing of "National Commitee, CPUSA, held 1-20 thru 


22-61. NY 3141-s* was discontinped 1:20 pm; J 


_ 


carey and wy 31h2-$* was discontinued | 11:20. an 
61 full . Lty- int a 


let 1-26-61. NY 3150-S* activated 12: a pm3 
1-24-61-in Rm 9~E, Adelphi Hall to cover meeting 
"CP, USA, NYD, Industrial Division." NY 3153-S* 
activated in Rm 8-E, Adelphi Hall to cover mmeting 
of "CP, USA, NYD, Industrial Division," at 2:40 pn 
1-25-61. NY 3150-S* was discontinued 10:35 pm; 
eae and WY 3153-5* was discontinued 93 30 pm3 
25-61, Crane: 26. 

Tae 2-6-61. NY 3163-S* installed 2:37 pm; fs 
2-3-61; To dover meeting of "New York District ‘e 
CP Committee" in Rm 9D, Adelphi Hall. WNY 3163-S* 
WeetORESOTed from Rm 10G. Dise: 11:35 ams; 2-4-61 
hen mee eled because of weather conditions 


ADELPHT HALL CONFIBENTIAL TMS NEW YORK ~ 
ant see 18-cv-01868-9069 ~ 

NWYlet 2-14-61. NY 3169-S* activated 2-13-61, 12 

noon to monitor a meeting of "CP, USA, NY District 

Negro Commission" to held in Rm 9E, Adelphi hall. 

NY 3169-S* monitored from Room 10G. Apparently — 

due to poor attendane the meeting was not held. 

NY 3169-S* discontinued 2-13-61: 9:30 pm. 

N¥let 2-15-61. NY 3173-S* activated 2-14-61; 1: MA 

pm in Rm 6G, Adelphi Hall to cover a meeting of) © 

the "Painters Section, CPUSA, NYD, Industrial 

Division, Building Trades Region." NY 3173-S* 

discontinued 8: pms 2-14-61. Peder: ox 

NYlet 2-16-61. NY 3176-S* activated 12:45 pm; | 

2-15-61 in Rm 11-B, Adelphi Hall to cover meeting 
of "NP, USA, NYD, Industrial Division". NY 3176-1 

discontinued 10:15 pm; -6 


— or Spr 


NYlet 3-23-61. ON 3=14-61 NY 3195-S* activated <. 
1 pm; Rm’G, Addphi Hall to cover a meeting of the 
Painters Section, Building Trades Region, 
Industrial Division, CP, USA." NY 3195-S* disc 
83 -14-61 & full security maintained, yavcct 
NYlet 3 SD3-6L. NY 3203-S* activated 3:10 pm; in 
Rm 8K, Adelphi Hall on 3-22-61, to cover a meeting 
of NCP, USA,,NYD, Industrial Division." NY 3203- 
S* discontinued 9:10 pms 3-22-61 and full security 


petintatned Aha tl pe 
NYLet 3-29-61. On 3-23-61, NY 3209-S* activated 
in Rm 9E, Adelphi Hall to cover a meeting of the 
"Painters Section, Building Trades Region, 


Industrial Division, CPUSA, NYD". 3209-S* 
si geontinyed is 90 pms 3-28-61 & full pete 


DELPHY, HALL 4 5 -y-91968-9071 "8. CoNPDENTALNEW YORK): 


Wet ye 5-61. On 4-4-61, NY 3213-S* activated inf 
im LOF, Adelphi Hall, at 1 pm, to cover a meeting|: 
wf the "Painters Section of CP, USA, . | 
{Industrial Division, Bldg Trades Region." NY 321: 
yas discontinued 7:20 pm; 4-4-61. & full security 
was maintained. asses 

Wilet +-10-61. 216-S* installed,in Rm 1O-B, \/ 
idelphi Hall at =H 2 am; 4-8-61, to cover lst da if 
2 convention of "Advance , an organization of ~~ 
wrogressive youth", Installation discontinued | 

»310 pms 4-8-61. NY 3216-S* reinstalled in Rm 

10-3, Adelphi Hall 9:30 am; 4-9-61 to cover 2nd | 
lay of Salat tee Installation discontinued 6:05 


ym y= re be, Mike pnd aie ayigence or * installation) 
ronovee ae Rabe nd Heit CONSENT S isi ee ored | | 


NYlet 4-12-61, On 4-11-61, NY 3220-S* was | 
activated 1:15 pm; in Rm bn, Adelphi Hall to - + 
cover meeting of ‘painters Rank and File, CPUSA, 
NYD, Industrial Division aan Trades region! 
NY 3220-S* discontinued 8: 230 pm; 4-11-61 and full 
security maittained.  Chan7: 76 
NYLet 4-27-61. NY 3231-8* activated 1 pm; 4-26-61 
in Rm 11-K, Adelphi HAlL1 covering a meeting of 
"CP, USA, in, New York Division, Industrial 
ivision’, te goer ai soenbiniied 10 pm; 4-26-61 
= it d 


18-cv-01868-9072 


‘i e 8 “=~ 8 OMNES eT TA 
Wiet.35-9-61 On 5-861, NY=2910-S was activated” “12s 50 PY 
in Room 10E, Adelphi Hall, 7h Fifth Ave., NYC to cover --- 
meeting of CP, USA NY DISTRICT NEW YORK DIVISION INDUST 
‘DIVISION, IS-C 

NY=2916-S* was discontinued at 7:55 p.m. on 5~8-61 and f 
security was maintained. -----Room 9G, Adelphi Hall, NYC, 
was used for monitoring purposes on 5-8-61, 


Puerto Rican Commission . Monitoring room was 11-G -----~- 
Adelphi Hall. NY3237 was disconnected at 1:0 pm on----- 
5-6-61, The microphone and attending wires were removed at 
12:50 pm on 5-9-61. Full security was maintained. 


CO TAL 18-cv-01868-9073 


Se ng a, 5 ae 
ADELPHI HALL “¢ TAL IMS... .. NEW YORK: 


NYlet 5-22-61. On 5-19-61 misur of Rm 11-C, 
Adelphi Hall instituted to cover a meeting of 
"NY District CP Committee held in Rm 11-C, 5/19 & 
20/61. NY 3243-S* assigned as symbol number. 
Misur instututed at 1:35 pm, 5-19-61 and () 
discontinued 6:35 pm, 5-20-61. NYlet 5-26-61. One 
5-19,20/61 Rm 9G, Adelphi Hall used for monitoring 
uropses of NY 3243-sS*, 
N¥Let 5-24-61. NY 3249-S* activatal 12:15 pm; 
5-23-61 in Rm 9E, Adelphi Hall to covera meeting 
of "CP, USA, NYD, Industrial Divisbd n, Building 
Trades Region." Hscontinued 7:40 pm; 5-23-61. 
Plant room 9G, Adelphi Hall, Wiring conditions 
remain the same. 18-cv-01868-9074 


N¥let 5-25-61. NY 3250-S* activated 12:30 pms.» 
5-24-61: in Rm 8K,‘ Adelphi Hall.to cover a meeting 
of "CP, USA, New York District, New York Division 
Industrial Division". Room 9G, Adelphi HALL was 
used z08 monitoring purposes on 5-24-61, ‘NY 3250- 
sco 220: ~2h | —~ 


7 


FD 143cdated nee {Oh 
aK | 7 
| 18-cv-01868-9075 


“DELPHT HATZONFIDENTIAL 1 NEW YORK 3" 
. cv-01868-9076 
Wlet ‘Ba 9-61, At 1:15 pm; 6-8-61, a carbon mike 
yas installed to cover a meeting of the "NY CP 
Jistrict Board & Invited guests", held in Rm 10G, 
\delphi Hall. NY 3262-S* assigned as symbol #. 
W 3262-S*iwas_monitored from Rm ans Aéelphi Hal 
W_3262-S* was refioved at 33:30 6-9-6 \ 
NYlet 6-16-61. On 6-13-61, NY 3268-3 activate 
12:30 pm in Rm 8E, Adelphi Hall to cover a meetin 
of the "Painters Rank & File, CP, USA, NYD, au 
Industrial Division, Building Trades Begion." 
Rm 8G, paeton 4 Hall sel gee as monitoring room. 


3 
Adelphi—Hal. > WY 
DISTRICT,  Divish Ns ee Vision." 


Room 9G, Adelphi" Hall. utilized’ for monitoriwg: - 
Eurpersy ea 6-19-61. NY 3271-S* discontinued _ | 
2 mt 6~19— 
NYlet 6-26-61. At 1:15 pms 6-22-61, a mike was 
installed to cover a meeting of "NY State CP 
Board" held in Rm 10-G, Adelphi Hall. NY 3275-S* 
was asdgned. NY 3275-S* monitored from Rm 9-G, 
‘land was discontinued at 10:50 pm; 6-22-61. NY. 
'3275-S* was remo tll ams 6-23-6 iN 
NYlet 6=26-61, A mike was installed at 8:15 am; 
6=24—61, to cover a meeting of "NY District CP 
Committee" held in Rm 11=B, Adelphi Hall. NY 327% 
was assigned and was monitobed from Rm 10-G, 
WY 3277-S* discontinued at 5345 pms 6-24-61 and 
° 23h on '6-26~6 


,_18-cv-01868-9077 


ADELPHI HA HALIEGNPIDENTIAL NEW _YORK24 
* od Cv- 01868" 9078 ; . 
Niet ‘628612 On’ 6~27-61, NY 3279-S* activated’ 
11:20 am, in Rm 9E, Adelphi Hall to cover a meet 
‘ing of "Painters Section of CP, USA, NYD, 
Industrial Divison, Building Trades Region", 
Monitored from Rm 9G, WY 3279-S* discontnued {qj 
£50 pms 6-27— 
NYLet 7-12-61. NY 3290-S* activated at 12:55 pm} 
7-11-61, in Rm 8E, Adelphi Hdall, to cover a ‘ 
meeting of "CP, USA, NYD, Industrial Division, 
eee ‘Traiies Region. NY 3290-S* ‘discontinued 
oms it it 
NYlet 7-18-61. On 7-15-61, 8:15 am misur installe 
in Rm 11-B, Adelphi Hall, to cover meeting of the 
fg USA, i DISTRICT Ww DIVISION" (NY District 
P Gommittee".) NY 3295-S* sym siemed. 


OO) 5. | coast 


wi~_, 


exe 


NY sous 3 nonttored pu ‘Rm “10-G. NT 395s 
dixcontinued 8 $39 pms Heng and was removed 

ith full sec 2 ~6 U)} 
NYlet.7~31~61. - aaa NY 3200-8" activated, 
12:55 pms; Rm 8E, Adelphi Hall, to cover a meeting 
of nepush, NYD, "Industrial Division, Bidg Trades. 
Region, Painters Ranic & Bie: section", NY 3290- 


Wet 843-61, MW 3315-5" activated at +: 35 pms 
8=2-61, in Rm 11K, Adelphi Hall, to cover a meet 
ing of "CP, USA, NY District, NY ‘Division, 

Industrial Division". Rm 10-G, Adelphi: Hall used 
for noni toring purposes on g-2-61. NY: Ecol 


ADELPHI HALL, NEW .YORK*) 


NYLlét Blk, iy sun nea, 2:30 pm; 


8~3-61, to cover a meeting of "NY District CP 
Board" to be held in RM 9=E, Adelphi Hall. NY 
eee was monitored from Bm 10-G, Adelphi Hall. | 
NY 3315-S* discontinued 8:40 pm; Gad «bls Mike and 
ire removed 11325 am: 8-4-6' 
NWYlet 8-8-61. NY 3318-S* activated 2 pm; 8-7-6! 
Rm 11K, Adelphi Hall to cover a meeting of 
"CP,USA, NY District, NY Division, Industrial (!) 
Divison.'' Room ‘9Q~G, Adelphi Hall was used for 
monitoring on 8-7-6. NY 3318-S* discontinued 


CONFIDENTIAL 18-cv-01868-9080 | 


fis2O pms Om ae 


ADELPHI HALL... cconeBMSirian «= NEW YORK 


NYlet 8-15-61. A misur was installed at Adelphi 
Hall, on 8-12-61, as the CPUSA, NEC meeting was 
scheduled to be held at that location 8/13-14/61 
However, when it was determined this location wa 
not to be used, the microphone and attendant wire 
were removed on 8-14-61, at 12:15 pm. No symbol 
number was assigned. 


(U}- 
18-cv-01868-90 


CON TAL 


A igs, a ay het wae Re eg am ea 


NY 3333-86: was monitored. a Rm 10-6, Kae Sut 
Hall. NY 3331-S* was discontinued at. 11:30 pm ~ 
d_ was removed at 11:50 am: 8-25.6 
NYlet 8-29-61, NY 3335-S* installed Rm 11-B, 
Adelphi Hall, 8:50+am; 8-26-61, to cover’a mee tink 
of "NY District CP Committee", Discontinued: 
6355 pm3 8=26~61.. NY weeese monitored from Rm 
a0) Adel ee a _NY .3335-S* was -removed at , 
NYlet 9-6-61. NY 3347-S* aotivaled 4:20 pm; 
9-5-61, Rm 11G, -Adelphi Hdalj, to cover a meetin 
of "CP, USA, NYD, Industrial Division, Printing 
é@uild and. Lithographers Region"... NY 3347-S* 
discontinued 10:40 pm; 9-5=61. Room ats Adelph 
Hall was used for monitoring 9~5=-61, 
> 18-cv-01868-9083 


ADELPHI HALL “IMS -- NEW ‘YORK * 


waite 9-7-61. “NY 3348-8¢ eo ated 1: 05 pm; 


9-6-61, In Rm 8C, Adelphi Hall, ato cover a 
meeting of "CP, USA, NY District, NY Division, 
Industrial Divsion". NY 3348-S* discontinued 
10:05 pm; 9-6-61. Room 8K, Adelphi Hall was 
used for monitoring 9-6-61.° i18-cv-01868-9084 


Z 
WWiet 9-29-61. NY 3309-S* installed 2:15 pm: X 
9~28~61, to Adelphi Hall to cover a mmeting o th 
iNY District CP Board" held in Room 8G. Room 9G 
was used to monitor NY 3389-S*, NY 3389-S* was 
res at 3:10 pms 9-29-61 and all wiring was 


Wiet 10-5-61. WY 3399-S* activated 13:15 pm on 
10-41-61, in Rm 8-K, Adelphi-Hall to cover meeting 
of "CP, USA, NY District, CUMPBIESiOD, Industria 


Doe ake ~ ° = ro 


Divistipnt. eres as us used oz sos toi pubes! 


NYit 10-23-61, NY ce activated 11 am on 
10=20-61in Rm 11K, Adelphi Hall to cover a meet~ 
ing of "CP, USA, NY Districts NY Division, 

Industrial Division", ’ NY 3420~S* discontinued 
3330 qm Be ee and ' Sane security maintained « 
R for mo ai oses i 3G 
a i1-6-61, NY Bons activated at 11:30' an; 
11-3-61, in Rm 11K, Adelph Hall, to cover a meet 
ing of "CP, USA, NY District, NY Division, 

Tndystirial Division". NY A este tos monitor 


FD 143 dated 11-30-61, 18-cv-01868-9085. 


ADELPHT HAT. | _ IMSCONEIBENTIAL NEW YORK®] 


NWLet ie NY 3531-S* activated 12:50 pm, on} 
1-29-62, Room LOE, Adelphi Hall to cover a meeting 
of "CP, USA, NY District, NY Division, Industrial] 
Division", NY: 3531-S* was discontinued 1:30 pm jf 
1=30-62, ane bia Bectan hy an) pecan Room oti 


Wet eae Ard 3536-8" mene aE) 12: 2 pm on Xt] 

2=5-62, tin Rm LOK, Adelphi Hall, to cover a meet~ 

ing "CP, USA, NYD’ District, New York Division, it 

industrial Division", NY 3536-S* discontinued 

2330 pms 2-6-62 and full security was maintained. 
Gy A i Hall s ed onitorin 


R 


18-cv-01868-9086 


a 


NYLét 2-20-62, NY.3548-5* activated 11:50 am.” 4 
2-19-62. in Rm LOE, Adelphi Hall to cover a meeti 
of "CP, USA, NY District, NY Division, Industria 
Divsion", NY 3548-S* discontinued 8:10 pm; 
Dal Omb Rm 9G used for monitoring 
NYlet 3-6-62. NY 3564-S* activated 12:40 pm; 
3~5-62.in Rm LOK, Adelphi, Hall to. cover a meeting 
of "CP, USA, NY District, NY Division, Industria 
Division", NY 3564-S* discontinuted 7:30 pms iy) CO 
~62, Rm 11H, Adelphi Hall used for monito4in 
N'Let 3-20-62, NY 3582-S* activated 2:10 pm; 
3-19-62 in Rm 10H, naed nis. Hall to a_mmeting of 
"CP, USA, NY District, Division, Industrial 
Division", ee 3582-S* discortinued 7:30 pms 
=19-0 im 9 ysed_for moni ing 


oring 
18-cv-01868-908 Z____d. 


ADEDPHT HALL. = TMS ‘CONBIDENTIAL NEW, YORK] 


xe 56g SE y 
NY1t 3-27-62. NY 3592-S* activated 1 pms 3-26-6 
Rm LOE, Adelphi Hall to cover a meeting of "CP, 
USA, NY District, NY Division, Industrial 
Division", NY 3592-S* discontinued 8 pm; 3-26-6 
Nm 9G, was used for monitoring, — us 
N¥Let 4-10-62. NY 3611-S* activated 11:40 am; I] 
'+—9~82, Rm LOE, Adelphi Hall to cover a meeting 
of "CP, USA, NY District, NY.Divisbn, Industria 
Division", NY 3611-S* discontinued 7:40 pm; 
G, Adelohi sed for monitoring 


meeting of "CP, USA, NY District, NY Division 
UWdustrial Division," NY epaers discontinued 
x /18-cv-01868-9088 


a SAF G. me 


at 8 pm; 4-23-62, Rm 9G, Adelphi Hall was ~used. |. 
or monitorin ‘ 
NYairtel 5-25-62, NY 3657-S* mike installed at 
11:35 ams 5-24-62, to cover a meeting of CP, USA 
Spanish Committee held in Rm 1OF, Adelphia Hall. |]; 
Installation monitored in.Rm.10-G, Adelphi Hall. |], 
Installation discontinued 11 pm3 5-24-62-and (J). 
mike removed 12 noon, 5-25-62, A11 evidence of 
inst tion. remo ' | 
NY¥let 5-25-62, NY 3654-~S* activated in Rm 11 K 
Adelphi Hall-tocover:a meeting of: "CP, USA, NY 
District, NY Division, Industrial Division". 

NY 3654-S* discontinued 5:40 pms; 5-23-62. Rm 11H}. 


mA 


FD lh3 dated 5-31-62  *148-cy-01868-9089 


ADELPHI. BALL, ee sa 


Niet “6x5062, NY 3662-S* activated 6aln623 33 os 
poms in Rm LOE, Adelphi Hall cover a meeting of 
hop, USA, NY District, NY Division, Industrial 
bivision' NY 3662-S* dicontinued 8:15 pm; 

6—)p— 

Pe i es Oe ea” 
NYLet 6-25-62, NY 3673-S* activated 11:05 am; 
6-22-62, Rm 10-D, Adelphi Hall to cover a meeting 
of "CP, USA, NY bistrict, NY Division", NY 3673-1 
biseontinued Lipms 622-6 D pn, En eet ecerki used for | 
monitorir oses 


(D)| - 


NY¥let 9-18-62. NY ee activated 12:30 pm; 
9-17-62, Rm LOE, Adelphi Hall to cover a meeting 
"cP, USA, NY District. NY Division, Industrial 
necting ivision"™, NY 3731-S* discontinued 8:1 


ste 


Room 9G used for monitoring. 


NYlet 10-23-62. NY 3770-S* acitvated on 1023826 

11:30 am in Rm ‘LOE, Adelphi Hall to cover meetin 

of CP, USA, NY District, NY Division, Industrial 

ivision. NY 7 Nbuagt eee 83 330 pay + - 
62... - Rm- used: monitoring, 


143 dated arte 


e 


18-cv-01868-9091 


Te ee SS ee : 
~S Qe DO ee we ge ae 


Wiet 5-14-63. NY’+013-S* activated on 5~13-63; *} 
12:45 am in’Rm LOE, Adelphi Hall to cover mmbing 
of "CP, USA, NY DISTRICT, NY DIVISION, INDUSTRIAL 
DIVISON". iY 4013-S* discontinued 8:15 pm; | 


Fy 


‘NYlet 
6~10-6 B. Ad 
‘cP, USA, NY District, NY Division, Industrial 
ee 


18-cv-01858-909 


;. NEW YORK 
NY let 6-21-63. NY 4053-5 activated " Gaitnbhs 
12:30 pm in Rm 10G, Adelphi Hall to egy meeting 


of "CP, USA, NY District, NY County". NY 4053-S* 
was discontinued 6- 6-20-63 5 ~ 30 pm. Rm 9B, 
) Hu : 


NYlet 6-4-64, ALL WIRING AND EQUIPMENT HAS BEEN 
REMOVED FROM ADELPHI HALL. 
18-cv-01868-909¢ 


~ CONFIBENTIAL’ 


ADOMIAN, LAN ots) NEW YORK 


Authorized; 10/6/47 by the AG. NYT-462 
Installed: 10/10/47 3:30 pm 
Discontinued: 3/31/48 9 am (+m=gre®) 
ALL INFORMATION CONTAINED 
HEREIN IS UNCLASS 
DATE 10-29-2020 : a at 
b7c -1 


“Address: 53 West 72nd Street, NYC— 


Telephone: Trafalgar 7-1078 
Location of plant: Sutec 
IS-R conract OF OFFICIALS OF SOVIET CONSULATE. 
ny peed neon i 18-cv-01868-9095 


ADVANCE MS NEW YORK 

ao 8 , : NY 3278-S* 

Authorized: 6-20-61 (AHB 

FO Notified: 6-20-61 (phone JAS) 

Installed: 6-24-61; 10:30 am 

Discontinued: 6-24-61; 3:45 p 

Address: Room 15F, Academy Hall, 853 Broadway, 
New York City ee 


Plant: Room 14G, Academy Hall Bee Se 


Comment: Meeting 6-24~61 CLASSIFI 
DEC ON: 
18-cv-01868-9096 

TPR/agt RE: ADVANCE, IS ~ COMMUNIST 


SECLUSSIPICATION AUTHORITY DERIVES FRCH: 


El AUTOMATIC GECLASS IF ICA 
BATE 14-29-2920 ay 


(0) 


Memo $izoo to Sullivan 6-20-61, Technical. «| 
trespass will be involved. 
NYlet 6-26-61, NY 3278-S* was removed at 2:10 pm 


6—26~-61, ALL evidence of installation was 
‘removed. 


18-cv-01868-9097 


CONEBEN TIAL | 


ADVANCE ae MS NEw YORK 
we NY 3052-S8* 

kathor neds 10-25-60 (DJP) 

FO Notified: 10-25-60 (phone JAS) 

Installed: 10-29-60; 7 330 am 

Discontinued: 10-29-60; 2 


ddress: Rm 16F, “Academy 30 pa “853 cor omdway 


lant: Room 16E, Academy Ha11CLas 
DECLAS 


Comment: CP youth group meeting 10- 29-60. th 


FF/agt RE: CP, YOUTH ACTIVITIES 
‘3 Is - Communist gemeeeeeree SOTHORITY DERIVED PROM: 


18-cv-01868-9098 . CONFPENTIAL bé -1 L_) 


b7c -1 


Niet, 10-31-60. Ali evidence of istallation 
emoved and maximum security’ maintained. mpg ve fil 
Mike removed at 11:05 am; 10-31-60. 


CONFIDENTIAL 


: (WS 


18-cv-01868-9099 


SECLAARI FICATION ALTACRITY Gesived Fao: 


daveaned to AG: 


PSl S2TORATIC SECLARAT PICs _ 
Authorizeds fe 10-29-2520 “|| | 
FO Notified: bé -1 | 
Installed: ss } 
Discontinu BIE -2 
Address: 


TeLephone $ 
Plants 


TPR/agt RE: 
18- cv-01868-9100 


AiPICNTION ALTaORITS Sea iveo Phone: 
aiGearit SECLAARIP ICKL Iie fle 
10-29-2020 Bes 


b6 -1 
b7c -1 


Authorized: 
FO Notified: 
Installed: 

Discontinued 
Address: 


~SF me 
DEC ON: : 


TPR/agt RE: 
Cc LC 100432563 


18-cv-01868-9103 


CONFIDENTIAL 


Author iz ed 3 BECLASSIPICATION AUTHORITY See iveo Pa 
FO Notifi ad e ——4s. 0 06UlU CU Loe 
Installed] | _——— Ld 
Inoperatives] 
ais eae 
2 

2-23 <j 

puants [| chaste oe sezemic fare 


DECLASSIEXON: ~OADR UN w 


18-cv-01868-9104 nla = 
TPR/agt 100-32563 ied 
C 


a 


2 of. BS a gy 4 zee nary 


9 Sullivan 3-§-62. [di 


i vo 
Nylet 3-20-62, |] 9 


NYairtel 43-62. | 


aT. 
Dan 


18-cv-01868-9105 


co 


18-cv-01868- 


wo 


ESSGLASS IP iCATICn AVTAOOALTY GEAIVes Pace: « 
Pal ACTOMATIC CFCLASSIVICAT ION Guile. 
BATE 15-29-2920 BY: 


Plants 
“‘TPR/agt 


18-cv-01868-9107 


ue 


ae B 


18-cv-01868-9108 


CON {AL 


H 


< 


Discontinued: 2-2P-4s- “5S meow 


JENS, ARTHUR MS NEW "YORK 

23 : NYM~-134 
Authorized: 10-4-44 by DML : 
Installed: 1-28-45, 12 noon 


Address: Room 1103, Peter Cooper Hotel, 130 E. 39th St. 


Location of plant: Room 820, Peter Cooper Hotel 
ALL INFORMATION CONTAINED : 
HEREIN IS UNCLASSI 
DATE 10-29-2020 = +d b6 -1 
100-190625 P7C “1 
18-cv-01868-9109 


, 


. F : 
Ol ttt a, a eaian: bay te, g-fe &y te NEL epee. pte) *s | 


AT: 8, “BERNARD . MS NEW YORK 
mh , NY 1857-s* 
Authorized: 9-27-56 (CT) 

FO Notified: 9-28-56; 10:12 am (phone FJB) 


Reinstalled: 6-9- ares ‘e) 
Discontinued: 0525285. 1 Ae 


Address: Room 705, Loe Firth Ave., NYC 
Plant: Room 1702, 505 Fifth Ave., NYC 


ALL INFORMATION CONTAINED 

Comment: CP functionarys" ae 

DATE 10-30-2020 BY 

AJD/agt RE: CP, USA, FUNDS (RESERVE FUND) 
Is’ - C "1003 1:02 

100~25013 b6 -1 


18-cv-01868-9110 »7’° 71 


Trespass is involved. . ie 
1 mike concealed’in floor of-Ades's -office*; 
(Room 705) under a rug and mat, behind .covered 
radiator which runs the lenghh of the office. 
NYlet 9-9-60. At 4:hoO ams 9-9-60, NY 1857-S* 
was discontinued. The microphone and wiring 
have been removed, as well as monitoring equipment 


from the plant. 


18-cv-01868-9111 


Re a aa aa Sea 
ADRS, ~BERNARD NEW YORK 
eee, an NY 1857-S% 


‘Authorized: 9-27-56 (CT) ; 
‘PO Notified: 9-28-56; 10:12 am (phone FJB) 
‘Installed: 10-15-56; 8 amT, 

Temporarily disconnected 5-22-59; 5:45 am 
Address: Boom 705, 505 Fifth Ave., NYC 


Plants: Room 1702, 505 Fifth Ave., NYC 
Comment: CP Functionary 


RDS/agt RE: CP, USA FUNDS (RESERVE FUND) 
IS - C 100-3-12 100-25013 


ALL INFORMATION CONTATNED 18-cv-01868-911 


HESEIN Is UNCLASSI 
UATE 10-20-2020 By “ b6 -1 
b7c -1 


PECLeAAiPicaticgd: AUTHORITY CeaIVeo Pace 


Bi AVTOMATIC CeCLasa (PCA Tes 


18-cv-01868-911 


en NEW YORK >3 ~1 
oars : b7E -2 


18-cv-01868-9115 


CONFIDENTIAL. 


b3 -1 
b7E -2 


18-cv-01868-9116 


CONFIDENTIAL 


eeeNETES Pack AdTCATiC 
DECLASSIPTCATION 

APCHONITY DERIVED PRON: ‘ 
FRI AUTOMATIC GecLASHIFICATICH ouron / 


EREROTION (Ole: <5x( 1) : 
BATS Alas east a Q 


bl -1 
b3 -1 ; 
pe -118-cv-01868-914 
b7c -1 é 

b7E -2 (8) 


bIE -2 | | 


18-cv-01868-91 18 


ee | 


Se 18-cv-01868-9119 


b1 -1 
b3 -1 


b7E -2 | 
18-cv-U1868-912 


LASSIFICAT ION 
WAITY SEAIVED FROM. 
I< RGTOMATIC OECLASSIPICATION GU1CH 


PMETICN COOH: 28K(1) , 
BATE 01-05-2021 a 
b1 -1 
b3 -1 
b6 -1 


b7C -1 
18-cv-01868-9123 ie 


tra 


SESRET 


bl -1 
b3 -1 
b7E -2, -3 


-cv-01868-912 


18-cv-01868-9125 


BECLASSIVICATION AUTHORITY Gen Tab 7 E 
FEL SOPReATIC PECLASSIPICAT poe oe 


CONFIBENTIAL 18-cv-01868-9126 | 


18-cv-01868-9127 


. 
-— 


- . ee a othe oe 
7 rs = * ney 


b3 -1 | 
b7E -2 


18-cv-01868-9129 


bl -1 (| 
b3 -1 

be =i, 2 
b7G “i, =2 


aa b7E -2 
EREMPIERO> FROM A TSoMATIC 
PECLASSIFICAT IO“ 

ALTSOsITY GRAVES FROR: 

Fel ALT OeATIC CEC LASSI Pic altos Gaile 
Ee2eliCg Coos. £0011 foe 
ESTE 12-30-2020 Ss 


BMS/agt 


18-cv-01868-9130 CONS 


EXEMPTEO FROR AUTOMATIC 


DECLASSIPICATICN b3 -1 
ROTHORITY OERIVED race. b6 -1, -2 
es 6g - FAL AUTOMATIC DECLARSIFICATION GuIDE b7C -1, -2° 
a 


EXEMETION COOH 25011) 
oe GATE 11-12-2029 By. b7E -2 


”18-cv-01868-9131 


a eg 


bi -1 
b3 -1 
b7E -2 


18-cv-01868-9152 


AGOstO, OLGA tg wkw YORK 


Referred to AG: 3-4-57 He LPOG 
Authorized: 3-5-57 (AG) 
FO Notified: | 3-6-57 (airtel) 
Installed; 3-13-57: 12:30 pin 
Disc: ° 11-19-58; 10 ami 
Address: Apt 1-A, 2310 Second Ave., NYC 
Telephones; | ALL INFORMATION CONTAINED 
HEREIN IS UNCLASSIFIED 
Plants: Sutec DATE 10-30-2020 BY 
Conment 3 CP Functtonary bé -1 
‘ b7C -1 
WCT/agt CP, USA, DISTRICT WO. 2, LOWER HARLEM 


REGION, IS - C. 18-cv-01868-9133 
’ 100-1,08071 


EASRPISo YAOK AUTOMATIC 


DECLASS IFICATION 
ASTHORITY SERIVES VROK: 
FRI AVIOMATIC GECLASSIVICATICN GUuloE 


EXEMPTION COOR: Z5x(1) 
BATS 19-30-2920 a Z 


bl -1 
b3 -1 

b6 -1, 
b7C -1, -2) 
b7E -2 


| >< 18-cv-01868-9134 |* 


18-cy-01868-913 


i 
4 


18-cv-01868-9136 b7c -2 


[7 


EREMPIES FROM AUTORATIC 
BSECLASSIFICATION 

SATHORITY ORHIVED FROM. 
FRI AUTOMATIC SECLASSIPICATION Goins 
EXEMPTION COGE: £5K11) a 
BATE 12-30-2020 BY 


bi, =1 
18-cv-01868-9137 ae 


18-cv-01868-9138 


en 


bil -1-" 


ew"b3 -1 
b7E -2 


18-cv-01868-9140 


EXEMPTED FROM AUTOMATIC. 
DECLASSIFICATION 
AUTHORITY DeaTveD Fao. 

BEL WEYOMATIC DECLASSIPICATION GUICE 

EREMPTicg Gotz. 2911) 


Bare 16-33-2020 , 
eT 


18-cv-01868-9141 


18-cv-01868-9142 
(5) 


bl -1 
b3 -1 
b6 -2 
b7C -2 
b7E -2 


18-cv-01868-9145 


AUTRORITY pervs FROM: : 
Par aerceaTic SECLASEIFICATION GUiGk 
EREMPTION CODE. 25nd) 


BATS 16-20-2920 at al 


18-cv-01868-9144 


18-cv-01868-9145 


RE 


gr Ca 18-cv-01868-9146 


bi -1 
b3 -1 
b7E -2 


18-cv-01868-9147 


: 


ALADREN, JOSE ~- MS "~NEW YORK 


Authorized: 12-30-42 by Mr. Ladd. NYU-28 
Installed: 1-2-43 ALL INFORMATION CONTAINED 


Discontinued: 1~5-43, 1:00 pm geEREIN Is UNCLASSIFIED 
DATE 10-30-2020 BY 


Address: Room 1012, Roosevelt Hotel, NYC 
Location of plant: Room 1016, Roosevelt Hotel, NYC 


b6 -1 
b7C -1 


18-cv-01868-914 


iS NEW YORK 


ALA >» JOSE 

~ NYM-29 
Authorized: 12-30-42 by Mr. Ladd at 
Installed: 1~4-43 ALL INFORMATION CONTAINED 
Discontinued: /~/¥- 43 HEREIN IS UNCLASSIFIED 
Foe ee DATE 10-30-2020 RY 


Address: 108 £. 56th St., Apt. 4-D, NYC 


Location of plant: Apt. 4, 106 %. 56th St., NYC. 


b6 -1 
b7C -1 


18-cv-01868-9149 


ALADREN, JOSE MARIA MS ~NEW YORK 
7 NYM-30 
Authorized: 2-16-43 Mr. Ladd 
Installed: 2-9-43 
Discontinued: 2-13-43 ~ 7 FOP 
Address: Room 1617, Hotel Taft, NYC 
Location of plant: Room 1615, Hotel Taft 
ALL INFORMATION CONTAINED 


HEREIN IS UNCLASS 
DATE 10-30-2020 B b6 -1 
b7C -1 


18-cv-01868-9150 


= v ¥ a 7. Sa ca i | 
aa = z 


ALADREN, “JOSE ; TS NEW YORK 
NYT-~102 


Authorized: 2-17-43 by A.G. . 


Installed: 4-5-43 ALL INFORMATION CONTAINED 


Discontinued: s-/7~ ¥. 3 HEREIN IS UNCLASSI 
DATE 10-30-2020 BY 


Address: 64 & 56th St., 5th Floor Front, NYC 


Telephone: Plaza 5-3585 (listed to Jean M. Aubert) 
an 


Location of plants 66 E. 56th St., 5th Floor Front 


b6 -1 
GERMAN ESPIONAGE acEK?. ieee 


18-cv-01868-9151 


| 


a iY ‘ , 


“ALADREN, JOSE MARIA TS. NEW YORK 


NYT-97 
Authorized: 2-17-43 by A.G. ei 
’ Installed: 217-43 ALL INFORMATION CONTAINED 
Discontinued: 2-17-43 HEREIN IS UNCLASSIFIED 


DATE 10-30-2020 BY 
- Address: Room 1617, Taft Hotel, NYC 
‘ , b6 -1 
Telephone: Circle 7-4000 b7¢c -1 


Location of plant: Room 1615, Taft Hotel, NYG 


| Comments: Surv actually in operation 2-10-43 to 7:30 pm 
2-13-43 on the basis of the anticipated authorization 
.of the AG - 18-cv-01868-915 
ie GERMAN. ESPIONAGE AGENT. 


a ee ee Se GE ee ee ae ee Oe EY 


ALADREN, JOSE Ts NEW YORK 
NYT-87 

Authorized: 1-1-43 by A.G. 

Installed: 1-4~43 ‘ ALL IMPORMATION CONTAINED 


Discontinued: /-/¢-43 HEREIN IS in 
ann ana DATE 10-30-2020 BY 
Address: 108 E. 56th St., Apt. 4-D, NYC 


b6 -1 
Telephone: Plaza 95-5429 - b7c -1 


Location of plant: Apt. 4, 106 E. 56th St., NYC 


GERMAN ESPIONAGE AGENT. 18-cv-01868-9153 


AT BAM, JACOB TS NEW YORK 
; N¥T-L9S WD=535 

Authorized: 5/20/48 by the A. G. Turner . NY-535-S 

Installed: 5/28/48 3:15 PM 

Discontinued: 9/9/49 Temp. 

Reinstalled: 9/9/49 2:23 PM Disc: 1-25-57; 7 am | 


Address: 210 Riverside Drive, NYC 


: ALL INFORMATION CONTAINED 
Telephone: Monument. 25475. HEREIN IS UNCLASS 
DATE 10-30-2020 B 


Location of plant: “Sutec: Bg 


: Contact’ of suspected Soviet agents. 100-130043 
(June - b3 -1 


BTT/agt. 18-cv-01868- 9154 | seen 


ALADREN, JOSE MS NEW YORK 


Authorized: 3~6-43 by Mr. Ladd ii 
Installed: 4-5-43 ALL INFORMATION CONTAINED 


i i . sm _ HEREIN Is UNCLASSI¥IED 
Discontinueds s- 19 ¢F DATE 10-30-2020 Br 


Address: 64 E. 56th St., NYC, 5th Floor Front 


Location of plant: 66 E. 56th St., 5th Fl. Front, NYC 


bé6 -1 
b7C -1 


18-cv-01868-9155 


oad kit EAC AT UOMAT IC 


ene te LRT TO 
eT HOR LLY 


GATE Ll-is- 200 


‘ EXEMPTION CCOR 25K11) a. 
Be: H 
[ iZ 


. 18-cv-01868-9156 


REMI VR PAC: 
Fel AGUOMATIC SECLASSIPICATION anInE 


b1 -1 
b3 -1 aa 
b6 -1, -2 | 
b7c -1, -2. 


bl -1 

b3 -1 - 

Z b6 -2 : 
b7c -2 

7 ““b7E -2 * 


18-cv-01868-9161 


ALBARRAQUE, HUMBERTO. DA. CRUZ MS NEW YORE 
aor es og Ss a NYM-127. 


Authorized: 16-45 by Cunningham for Ladd 
Tnstalled: 1-8-45, 1:30 pm 
Discontinued: I-16-45, 5 pm 


* Address: Room 539, Bristol Hotel, NYC 


Location of plant: Room 540, Bristol Hotel -: 


Espionage a & ALL INFCRMATION CONTAINED 
, HEREIN Is UNCLASSI \ 
b7c -1 
18-cv-01868-9162 


ALBERTSON, WILLIAM | 


Authorized: 45-61 (JAS) 

FO Notified: 4-5-61 (phone JAS) 
Installed: 
Discontinued: 11-20-61; 10:45 am 


Address: 


Plant: 
Comment : 


GDC/agt 


MS 
NY 3232-8 
4m19-613 3:15 pm 


Rm 1301, International Publishers Co., 
381 Park Avenue South, New York City. 


Rm 1019, 381 Park Avenue South, NYC 
CP functionary 
RE: ALEXANDER TRACHTENBERG, IS - C 
61-2115 18-cv-01868-916 


SLL INFORMATION CONTAINED 


HEREIN IS UNCLASSI b6 -1 | 
DATS 10-30-2020 BY b7C -1 


ALHAUBRA ‘HALL 
15 "2nd" Avenue 


New York City 


DECLAS 


ERI AUTOMATIC 
DATE 10-30-2020 


SIFICATION ROTHORITY 


BY 


CO! IAL 


DECLASSIZICAT 
: BIC -! 


DERIVED FRCM- 


18-cv-01868-9 164 


D 143 dated 4-28-58 
a, “dated 9-18-58 


datioa:’ 2-17-59 


18-cv-01868-9165 


TwDUSTRIAL DIvTsroN . (us "New YORE 


authorized: 10-3-47 (or 
FO Notified: 10-4-57 jester) 
Installed: 


Address: Alhambra Hall, 15 2nd Ave., NYC 
Plant: Alhambra Hall, 15 2nd Ave., NYC 


{0) 
Comment: CP meetings 18-cv-01868-9166 


ATD/agt RE: GP, USA, DIST # 2, INDUSTRIAL 
: DIVISION, IS - ¢ 100-3-4 


DECLASSIFICATION AUTHORITY DERIVED £ROe: 


FRI AUTOMATIC - we 
DATE 10-30-2020 b6 -1 
C AL b7¢c -1 


ei aed i 


NYairtel 2-14-58 NY 2014-S% a mike reactivated * | 
11 am; 2-14-58. Installation of misur is believed 
to be considered a trespass. Misur installed Rm 
104, 15 Second Aves, NYC. Monitoring Rm #5 on Srd 
fl. NY 2014-S% covered full CP National Committee 
meeting schediled 2/15-16/58,, Alhambra Holl. © 
BU will be advised when inft discontinued. 
WYlet 2-17-58 NY 2014-S% discontihued 8 am; 2-1-5 
All evidence of installation removed 2-17-58.i}})>¢: 
WYlet 3-13-58 NY 2248-S% was reactivated 5 pm; 
8-11-58 in mn 102, Alhambra Hall covering meeting 
"Distributive Region Convention of CP", NY 2248-8} 
discontinued 11315 pm; 3-11-58. Permanent wiring 
conditions remain the same. 

18-cv-01868-9167 


ALHAMBRA HALL Tus ew YORK 


NYlet 4-23-58 NY 2275-Sx reactivated 4:45 pm; 
4-22-58 in Rm 102, Alhambra Hall, covér meeting 
of "Retail Clerks, Distributive Region of cp" 
NY 2275-S% discontinued 10:55 pm and permanent 
wiring conditons remain the same. The o#iy 
possible coverage was by entering the meeting]. 
room (Rm 102) where the elements of treapsss were 
utilized. 

NY¥let 4-28-58 All wiring was removed from Alhamb 
Hall on 4-22-58. In event another misur is 
reactivated, new wiring will be installed. 


18-cv-01868-9168 


ALHAMBRA HALL NEW YORK 


IMS 
CONFIDENTIAL 


N¥let 8-4-59. All existing wiring facilities 
have been removed and there has been no change 
in the security factor since the date of the 

last installation. gk 


Bu authority will be obtained befére any Petite 
surveys or microphone installations are made at 
Alhambra Hall. 


DECLASSIZICATION AUTHORITY DERIVED FROM: 
ERI AUTOMATIC DECLASSIFICA 


b7C -1 


r 18-cv-01868-9169 J 


ALBERTSON, ry “WILLIAM | TS NEW YORK 


NY 3311-S* 
Authorized: 2=9- 


59 (AG) 
FO Notified: 6-30-61 MD) aa 


Installed: 7=31-613 (11305 am 
See pomera 3-28 8-633 9:30 am 


Address: 3002 sepbune jy Brooklyn, New York 
Telephones ALL INFORMATION CONTAINED 

HEREIN IS UNCLASSIFIED 
Plants Sutec UATE 10-30-2020 | b3 -1 
Comments CP functionary b7C -1 


EBR/agt REs WILLIAM ALBERTSON, IS - © 


-_ ee 199i -cv-01868-9170 


eataerad to AG: 
Authorized: 

FO Notified: 
tristaLieds 
Discontinued s 


Telephone ; 
Plants: 


Comment: 


PWD/agt RE 


ALBERTSON, ‘WILLIAM - 


( 
2- 10-59 (airtel) 
rae a a 05 am 
6=30-6 Ls 9a 


Address: Apt 12A, 520 Wast 110th Street, NYC 


Monument 6-0902: 


NY 2520-S* 


| 
| 


ALL INFORMATION CONTAINED 


Sutec  uerein 15 UNCLASSI 


CP functionary 


b3 -1 


WILLIAM ALBERTSON, IS - C b6 -1 


ISA of 1950 


18-cv-01868-9171 


b7c -1 


ite A 1eBle ” 
9 am and all physical evita? of installation 


was removed at 


‘Ny ‘B5d0e88 discontinued Aaiintant ‘ 
250 pms 6-30-61. 


18-cv-01868-9172 


ATBAM; “SOLOMON 7S NEW YORK 
Authorized: 3/11/48 by the AG NYT=484_ 
ali VA" 1eO [60 - é 
Discontinued: 5/28/48 3:15 pm S523 V6 ra204 
ALL INFORMATION CONTAINED 

HEREIN 15 UNCLASSI- 

DATE 10-30-2020 BY 


Address: 43-15 46th Street, Sunnyside, L.I., NY 


b6 -1 
b7c -1 


Telephone: Ironside 6-0872 (3/19/48) 


Location of plant: Sutec 
: 18-cv-01868-9173 


(this also covers residence of Betty Rita 
ESP-R Adams symbol no NYT 485, different teléphone 


—— 


I ne i ET eS CY 

ALEKSANDER, TRINA EFIMOVNA - 7S NEW YORK 
: 503 

Authorized: 7/8/48 by the A. G. 

Installed: 7/@1/48 12:34 PM : : 

Discontinued: g/20/48 9 AM techs ‘digficulaties) 


a 


Address: 17 North Clover Drive, Great Neck Estates, LI 


Telephone: Great Neck 6-417 gasps geeuieealaeen 


HEREIN IS UNCLASST 
Location of plant: Sutec DATE 10-30-2020 BY 


SOVIET ESPIONAGE ACTIVITIES. 


b7C -1 
18-cv-01868-9174 


18-cv-01868-9175 CONEIRENT(Ans 1o-so-2000 


60 


18-cv-01868-9176 


! eT FAT Oe foo 
< AUTOMATIC GPCUASe Trick 


b3 -1 
b6 -1 
b7c -1 


b7E -2 


NEW YORK 


18-cv-01868-9176 


ERCLASSIPICATION AUTHORITY GEATVED FROM. 
PRL AUTOMATIC CECLASSIPICAT IGM coro 
GATE 91-05-2021 a 
b3 -1 ‘ 
be -1 


18-cv-01868-9179 


fo Nee 


' 
* 


4m aed 18-cv-01868-9180 


isasetennice SOTHORITS OSB iE os j 
FL AQTOMALT IC SECLASS 1 210i pein 


we 91-05-2021 {| 


GRP ICR TIO AUTHOR ETS Cees 
f AUTOMATIC SEcLAggivicaticn @b7E 
Te Gi-O8-2021 
a 


AUTHORT jee DERIVED EPROM: 
Bal AUTOMATIC DECLASSI FICATION GUIDE 


_-BYEMPTION COOR: 25% (1) 
DATE 01-05-2021 a 


18-cv-01868-9183 


18-cv-01868-9184 
i 


18-cv-01868-9186 


ee a ee 


18-cv-01868-918 
(5) 


18-cv-01868-9188 


! 
i : Z 


bi -11 
b3 -1 
b7E -2 


18-cv-01868-9190 


18-cy-01868-9191 


b6 -1 
Er SS Ee wei b7c -1 
BCLASRIPICATION b7E -2 


UTHORITY GEAIVED FHM. 
Ri AQGTOMATIC GCECLASSIFICATICN Gulpe 


CEMDTION OOOH 24%(1) 
RTE 91-38-2021 sy[| 


oss By sPsazacjeme 
ASSET ON: ADR / 
18-cv-01868- 9192 


lett 7S | , 2 


et CONEIE? 


L 
Coren 18-cv-01868-9193 


nr 
yee El Soe 


Pease recat ice 
Berek SRL SO: 

TRE Meee CLAS ocAs i GUic 
Renrti cee. eee 

SOE So oat 4 


18-cv-01868-9196 


CLASSIFI 
DECL N: 


-?3 


18-cv-01868-919 


Hs CMC N CN Galera 
eS Ce AOKI R G: “ 


18-cv-01868-9198 CONPRESCIAL 


bi -1 
b3 -1 
b6 -1 


EXERDTEO PROM ACTC@ATIC b7c -1 
EECLASSIPICATION bIE -2 
AUTHORITY OERIVED PROM. 

Fel AUTOMATIC OECLAGSIFICATICN Guing 
EXEMPTION COOH. §0R(1, Ge tsuscipis 


teil of Litt (TUS 


REEPESCIA DECLASS a BR nA 


. ee 


bi -1 


ay a a re aN em ™ CONSENT b3 -1 
Ne ee reir oe 
: DECLASSIFY_ON: OAERP7C -1 

b7E -2 


Eee eS EAC AUTOMATIC 


DECLASER TE PICAT ICN: 

MoLeON eS SERIE Pe: 

Eee CGR SILL ee. era 
18-cv-01868-9201 § —— L_], 


sl} 


is) 


c peer 18-cv-01868-9202 


ee 


RAemirreo Fae AUTOMATIC 

ECLSSSIPICATION 

BUTHOMUITY CERIVED fact. 

Rel AGTOMATIC BESS EE ECAT ATE Gale 
METION COOGEE: SUNIL lps 


nat 


SS Ee SS 
ENTIAL LL 


bliin, © on 


FEMETES FHOM AUTOMATIC 
LASSIPFICAT ION 

PIHUR ITY CRALVED FRO. 

Bl AUTOMATIC CECLASSIFICATION Guioe 

PeRETION COOE: SONt2  & 


Ot 


F-$=-F.3 
CLASSIFIED BY A7772C [PAC 
DECLASSHY-ON: _OADK 


CONEIDERNTIAT: eae S-Cy-Uleoe-o 204 | 


see 


SEMETED FROM AUTOMATIC 
ECLASS IFICATION : 
ATHORITS SENIVERD Pace 

fel AUTOMATIC OSCLASS IT RICAT On eros 


MEMOTION CODE. £04 (1, 6- 1am snipe 
DATE 11-95-2025 ey. hee] 
bi -1 


18-cv-01868-9205 aa 


CONFIBENTHAE b7C -1 
SET bIE -2 


18-cv-01868-9206 


é ee ey Se Aes 
hi = DECLASSIFICATION ag, 
b3 <1 AUTHORITY DERIVED FROM: 15) 
ERI AUTOMATIC DECLASSIFICATION GUIDE 
b6 -1 EXEMPTION CODE: 50% (1,6-ISM/DIPLO} 
bic -1 ATE 11-05-2020 BY: 


b7E -2 } 
ss SESRET CO SRSRET 18-cv-01868-920Z 


bi -1 ESSRPTED PACH AUTCemTIC 


b3 -1 BECLASEIFICATICN 
AOTHORITY OESIVED Pace: 

= 2 REATIC | Oe GUTbs 

b6 -1 FRI AUTOMATIC SECLABRIPICATION Guice 


18-cyv-01868-9708 b7c -1 EREMETION CCOE 00001 Gols 
BATS 11-95-2129 Be 


Sok 


PTES FROM ADIOMATIC 
A LESSIPICATICN 

HOULTY SERIVESD FROCK: 
I< AUTOMATIC DECLARBSIFICATION CUlOk 
PTIOW COOE: SUX(1, &-ISK/OTE UD) 
ie Li ak edZ0 aL 


18-cv-01868-9209 


bi -1 

b3 -1 

b6 -1 F 
b7C -1 (5) 
bT7E -2 


18-cv-01868-9210 


bi -1 


bs. -1 
b7E -2 


By < 18-cv-01868-9211 


Ane = ° a “+ “EMSMETES PACH APTOMATIC oa 
: : SRCLASEIPICATICN ; 

~RETAORITE CERIVED ace: ae 

FEI AUTOMATIC CECLASSIFICATION Guinn | 


. <r E TOs COGe. saat tS ene 
oats Liv is sied [| i 


~ 18-cv-01868-9212 1g) 


| Ds . so . z 


bi -1 
b3 -1 
b7E -2 


18-cv-01868-9213 


EXEMPTED FROM AUTOMATIC 
DECLASSI*® ICATION 
AUTHORITY URRIVED RUM: 


25x01} | 


18-cv-01868-9214 ~ 


18-cv-01868-9215 


ALLEN, -JAuES 
Referred to AG: 
Authorized: 

FO Notified: 


Installed: 
Disc: 


Address: 134 West Hudson Street, Long Beach, NY 


Telephones 
Plants: 


Comments: 


wer /agt RE: 


a wi YORK 
9-30-58 NY 2394-Ss 


9-30-58 (AG) oF — : 
10-2-58° (letter)*™ 
10-8-58; 1:30 pm 

10-21-58; ‘h:30 pm 


General 232-3928 

. b6 -1 
Sutec . ace 
CP functtionary 


JAMES ALLEN, IS - 01g cy.01868-921 
100- 28831 


SECLASSLEICAT ION 

ASTHORITS ORR IVSS PaO: 

ESL AOTCMATIC DRCLASS IVICA Is certo 
BREMETION COOR: 2514) 


sare 11-12-2028 BY [ 


bi -1 
b3 -1 
b6 -1, -2 
BIC “1, —2 
b7E -2 


ZT  148-cy-01868-9217 |! 


Nhe 


bi -1 
b3 -1 
b7E -2 


ALLEN, aes MS NEW YORK 

: “NY 2385-S* 
Gehan seals pib-9? ( JEH) 

FO Notified: 4-16-59 (airtel) 
Reinstalled: 5~8-59; 4:30 am Activated 7-20- 7275 
Discontinued: 12-31-59; 4:15 am 11:45 a 
Address: Offices of Trachtenberg, Rm 1301, 381 

Fourth Avenue, NYC 


Plant: Rm 1019, 381 Fourth Avenue, NYC 
Comment : CP functionary 


PuD/agt | RE: ALEXANDER TRACHTENBERG, IS - C 
61-2115 18-cv-01868-921 


ALL INSCRMATION CONTAINED 


HEREIN IS UNCLASS b6 -1 
DATE 11-05-2020 8 b7c -1 


“One located within permanent radiator cover in 
James Allen Office 3 
NYairtel 12-31-59. Microphones and “attendant 
wire removed. : 


18-cv-01868-9220 


ALL EH, —FAUES. = OS bas oe 
Authorized: 6-18-58 ~ ¥IGETS¥ 
FO Notified: 6-13-58 (airtel) NY 2385~-S% 


Installed: ee 583_4:30 a 
Discontinued: 2-12-59; 3: 230 am - 


Address: Offices of Trachtenberg, Rn 1301, 381 
Fourth Avenue, New York City. 


Plant: Rm 1019, 381 Fourth Avenue, New York ott; 


: ALL TREO TON Coon TAR 
Comments CP sunettionary HEREIN 18 UNCLASSIFIED 


DATE 11-95-2020 BF 


WeT/agt RE: ALEXANDER TRACHTENBERG, IS - C 
61-2115 ne 


Symbol # changed by NYlet 9-29-58 b7c -1 
ie 18-cv-01868-9221 


Beainrgel 17-58, Thetdliation of nisur wild 
require.re-entry of premises involving pr esiene | 


yYatrtel %-11-58 Mike installed within radiator 
enclosure located in Rm occupied by Jim Allen in 


office of Trachtenberg. 


NYlet 2-12-59. Mikes removed, wiring remains 
intact. 


18-cv-01868-9222 


1 


BRCLASBIPICATICN 
AUTHORITY OERIVES Pace: 
Pel AGTOMATIC DECLASRIFICATION oumns 


ERSHET ION ‘Coe. 2a) 
: Date 11-15-2024 ” 


<1 


(8) pee se eee 
; wre 


18-cv-01868-9224 


18-cv-01868-922 


OSCLASSIFICATION - 
AQTUCAITY SeAIVED FROM 
FSI AGICHATIC SECLAISIVICATION GuicE 


SREMCTION COGR: 25K11) 
|. BBE 11 ae gaed “| 
bil -i 


18-cv-01868-9226 


18-cy-01868-9227 


18-cv-01868-9228 


18-cv-01868-9229 


pereney <i ie a 
rs ee a 


ALTSCHULER, LYDIA TS - NEW YORK 
NYT~67 


Authorized: 10-7-42 by A.G. 


installed: 10-29-42 ALL INFORMATION CONTAINED 

Discontinued: 12-2-42 HEREIN IS UNCLASSIFIED 

Reinstalled: 1+4-43 DATE 11-05-2020 8 

DISCONTINUED. G- 26-43 ‘ 

Address: 381 Bleeker St., NYC b6 -1 
b7c -1 

Telephones Chelsea 2—4261 b7E -3 


Location of plant: Apt. 4-B, 373 Bleeker St., NYC 
SUBJEcT HAS EXCHANGED SECRET WRITING & CODED GOW CAO 


WITH PERSONS IN SOUTH AMERICA, 


ALTSCHULER, BYDIA TS NEW YORK 
—— NYT-67 
Authorized: 10-~7~42 by ‘A-Ge 

Installed: 10-29-42 ALL INFORMATION CONTAINED 


Discontinued: /2-2-—¢2 HEREIN IS UNCLASSIE 

7 DATE 11-05-2020 =| | 
Address: 381 Bleeker Str, NYC . ts 
Telephone: Chelsea 2—4261 ; BIC =2 


Location of plant: Apt. 10, 86 Perry St., NYC 


18-cv-01868-9231 


ALSSCHULER, LYDIA us NEW YORK 
NYM 23 


Authorized: 10-10-42 by Mr. Tamm 
Installed: 10-28-42 ALL INFORMATION COMTATHED 
Discontinued: 12—2-1,2 HERETH IS UNCLASST 
Reinstalled: 12-15-12 DATE 11-05-2020 
DISCONTINUED; 9-28-43 
Address: 381 Bleeker St. N.Y.C. 
; Until 
Loc of Plant: #1 - Apt 10, 86 Perry St. N.Y.C. ( 13~2--1,2) 
#2 — Apt 4B, 373 Bleeker St. N.Y.C after 
reinstalled 12-15-42. 
b6 -1 
b7C -1 
18-cyv-01868-9732 


Rimcran fre 


DECLARES IFICATION 

AUTHORITY DERIVED Face: 

Fel AVTAGATIC CRCUASH IFICATION Guilt 
EREMPTION COGe. S011, 

SATE 11-12-2020 By 


18-cv-01868-9234 


2T 18-cv-01868-9235 


18-cv-01868-9236 ae “a 


(5) 


EXEMPTED FROM ae 
DECLASSIFICATIOCN - 

AUTHORITY DERIVED FROM: 

PRI- AUTOMATIC DECLASSTFICATION GUIDE 


““RBREMPTION CODE- 25211) 
DATS 11-05-2020 BY. (<3 


SPseer 18-cy-01868-9237 


18-cv-01868-9238 


18-cv-01868-9240 


 ALVANOS, STEVE . ‘gS: NEW YORK 


(Re: George Strezous NBA) #1 - NYM-17 
Auth: 8-28-42 (#41) Mr. Rosen. #2 ~ NYM-19 
9-11-42 (#2) Mr. Tamm’ ALL INFORMATION COUTAINED 
42 - 9-11- j 
Discontinued: #1 - 8-29-42 11 a.m. b6 -1 
#2 ~ 10-15-42 b7C -1 


Addresses: #1 - Rm 247 Hotel Paris, 97th St. & W.End Ave. 
#2 — Rn 725 McAlpin Hotel, N.Y.C. 


Loc of Plant: #1 - Hotel Paris, N.Y.C* 
#2 - Fm 709 McAlpin Hotel 


18-cv-01868-924 


Rate ha Pe AOA LC 

Pe Lease CAT Ie 

MSSHOALTY SERIES PaO: 

Bi BUTOMATIC CECLASS IC ICAS IC Goloe 
Rao cits Coke Sa, Gl - 
ace La le eet Br: 


18-cv-01868- 9243 


EAERPIE® FHOM AUTOMATIC 
RECLASS LP ICAT ION 


RQLHORITY GRAIVED PROM: : 
FRI AGTORATIC DECLASETFICATICR Coe 


EXEMPTION CODE. Z5u(1) : ie 
BATS 11-12-2028 = i 


18-cv-01868-9244 


PECLASEIF reat LOR 


AUTHORITY CEAIVED FRO: : | 
Fel AVTOMATIC OFCULAGS IFICATION aeieg 
EREMeTiCg Cogs: a a - : 


18-cy-01868-9247 


18-cv-01868 924 


ALL INFORMATION CONTAINED 
HEREIN IS UNCLASSIFIED 


DATE 11-05-2020 BY 


TS 


New York 
b6 -1, -2 
b7C -1, -2 


b7E -2 


18-cv-01868-924 


NEW YORK 


Referred to AG 
Authorized: 
FO Notified 
Installed: 

Disconténued: 
Address: 


18-cv-01868-9250 


ALL INFORMATION CONTAINED 


HEREIN IS UNCLASSI. : 
DATE 11-05-2020 BY 


Comment ; 
b6 -1, -2 
b7C -1, -2 
b7E -2 


ALL INZORMATION CONTAINED 


HEREIN 1S UNCLASS 
DATE 11-05-2020 a bo -1, -2 
b7c -1, -2 
b7E -2, -3 


18-cv-01868-925 


* 


ALL INFORMATION CONTAINED b6 -1, -2 
BEREIN IS UNCLASSIFIED b7¢ -1, -2 
UATE 11-08-2020 BY b7E -2 


18-cv-01868-9252 


Referred to_AG; HC 4, -2 
b7E -2 


Authorized: 
FO Notified 
Installed: 
Discontinued: 
Address: 


[ t—i‘zdC TS NEW YORK 
; = : 7 | 


ALL INZORMATION CONTAINED 


Comment 


ALL IMEURMATION CONTAINED 


HEREIN Is UNCLASSI : 
ATE 11-05-2020 BY b6 -1, -2 


18-cv-01868-925 


NEW YORK, - 


ALL INFORMATION CONTAINED 


: b6 -1, -2 
BEREIN [5 UNUCLASSIZIEL b7c -1 
DATE 11-l1?-2Z020 BY # 
b7E -2 


18-cv-01868-9255 


AMATNIEK, ANNA TS NEW ‘YORK 
| (SELVER, DORIS) NYT-121 


Authorized: 5~6-43 by the A.G. 
Installed: 5-17-43 
Discontinued: ¢- 3-7 2 PYy 


b6 -1 


Address: 1653 St. Nicholas Ave., NYC b7C -1 


Telephone: Wadsworth 3=I226 


ALL INFORMATION CONTAINED 


Location of plant: Sutec =I" 1s es 


DATE 11-05-2020 BY 
SOVIET ESPIONAGE INVESTIGATION 


18-cv-01868-9256 
2208-26358 


AMERASI& MS NEW YORK ° 


(PHILIP ane JARFE) NYM-149 
Auitionwzeds 5-10-45, ur. Ladd * 

Tnstalled: 5-25-45, 1:30 pm 

Discontinued: . 6-@3-¥Y¥S- +g aw 

Address:: Amerasia 


(Office of Philip Jaffe) 
225 5th Ave., NYC 


Location of plant: | Room 232, Prince George Hotel 
(means of léased line) 
ALL INFORMATION CONTAINED 18-cv-01868-925 
’ ZEREIN Be UNCLASSIFIED 
DATE. ¢ 7-3 EE. BY SRT VMALLEMNG$, 


AMERICAN RUSSTAN INSTITUTE 7S 


_CONpeMAL NYT-323 a 


3 ig VO a BECLASSIPICATICON AUTHORITY DERIVES FACE. 
. Authorized: 1-9-45 by the AG 2 


Wew YoRK 


FRI AGTOMATIC DECLASSIFICALTICN 
Installed: 7-18-45, 10:45 am ®™F 2-88-2028 BY 
Discontinued: ¥-42-.y7 (3:30 t~ Guy 9 Be <4 


b7c -1 
Address: 58 Park Avenue, NY 7 


Telephone: Lexington 2-5472, 5473, SAIS, 5474 and unt 


Location of plant: 3 


 49-2- 
COVER TOR SOVIET ACTIVITY, CLASSIFIED BY: 
D e 


18-cv- 01868- 9258 


2 ad 


AMERICAN YOUTH FOR mage is NEW YORK 


NYM~85 
Authorized: 2-19-44 by JKM for DML 
Installed: 2-19-44, 12 pm DECLAASIPICATION AUTHORITY GEALVED FHCH 
Discontinued: 2-21-44, 12 315 am a. eg pes 


Address: Room 717, Steinway Hall, 113 W. 57th St. 


Location of plant: Room 718, Steinway Hall Te 


— 


AMERICAN YOUTH FOR DEMOCRACY MS NEW YORK 


Authorized: 4-21-44 by JKM for DML sei 
Installed: 4-29-44; 12 Noon 
Discontinued: 4-29-44, 5 pm 


Address: Ballroom, 24th Floor, McAlpin Hotel, nye 


Location of plant; 23rd Floor, McAlpin Hotel 


Comments: To cover AYD Forum. 


ALL [NEURMATION CONTAINED 
HEREIN IS UNCLASSIFIED 


18-cv-01868-9260 =| 


ae NEW YORK 


NYM-75 
Authorized: 12-9-43 by JKM for DML 
Installed: 12-19-43, 1:00 pm : 
Discontinued: 12-19-43, 6:30 pay [gen casriccne oe 
BATS 11-08-2029 ay 

Address: Ballroom, 24th Floor, McAlpin Hotel 
Eocation of plant: 23rd Floor, McAlpin Hotel —{t] \Al 
\ 

6 


_@ONEIDENEHAL 18-cv-01868-9261 


CLASSIFIED BY= b6 -1 
DEC ON: OAD b7C -1 


AMERTCAN YOUTH FORDEMOGRACY NEW -yoRK 
ea NYT-328 


Authorized: 12-13-43 by the AG 
Installed: * 9-12-45, 2pm Gf{-~729-34- (60, 


Discontinued: 2/3/47 10 am BSCLASSIPICATICN AUTHORITY CZAIVED Facu: 


FEL AUTOMATIC _ = 
* BATS 11-d8-2028 


. Address: 150 Nassau Street, NYC (Room m2 


Telephones: Worth 2~-6458 and 6459 and Worth 2-3863 at 


“ep ; 3864 
Location of silane Sutec CLASS 
DE SIFY. ON; b6 -1 


b7c -1 


RERLACED YCL AS FRONT ORGANIZATION OF CP. 


a 
' CORFIBENTIAE - 


18-cv-01868-9262 


x 


| 


" <°URERIGAN SLAV CONGRESS ong Wet YORK 


SREBSREE 
Authorized: 7/20/45 by the AG 7 -  - ND-519° - 


Installed: 7/30/45 3:45 pm Discontinued: 2/23/50 


Discontinued: 8/13/4% (00 -S66) Ge 38) 


Reinstalled: 9/9/47 
Address: 205 East 42nd St., NYC - 


felephone: Hurray Hill +-O479 & Murray Hill 35-0478 


I : . ALL INFORMATION CONTAINED 
Location of Plant: Sutec HEREIN IS UNCLASSIFIED 2, 


REPORTEDLY DOMINATED BY cP. DATE.2/2, IP ?... BY SC.ZHAS 
100-56674~-989 


; 18-cv-01868-9263 


“AMERTCAN SLAV CONGRESS TS NEW YORK 
saciieicate NYT-325 


Authorized: 7~20-45° by the AG 
Installed: ies, 3:45 pm 
- Discontinued: Sig 
Reinstalleds /9 all 
Address: 205 Hast 42nd Street, NYC 


° 


Telephone: Murray Hill and Murray Hill Lamhe 
Murray Hil1"3 9 
Location 28 plant: Sutec 18-cv-01868-9264 
ALL INFORMATION CONTAINED 


EEHEIN I$ UNCLASSIFIED \ 
ATE. oe, BP... BY SCTAAS, (eigen 
. S66 1Y-FEF7 


-  ed.7 


b7E -2 


18-cv-01868-9266 


SECLARS IFICATION 

ARTHCRITY ORR IVED Face. 

Pel AQICMATIC SECLAGSIVICATION Glloe 
Bkbieessiee Cee eet 1) 


Sap 18-cv-01868-0260 ~ 1S}—~ 


AUER; DOWALD SPENCER == TS sWRW YORK 


Referred to AG: 4-10-57 ws = NY 2011-S% 
Authorized: '4-11-57 (W.P.Rogers Acting AG) 
FO Notified: 4-15-57 fiatien) 
Installed: 4~24-57; 10:45 am 

Discs: 7~9-573 2315 pm 


Address: 472 East Seventh St., NYC 
Telephone: SPring 7-3393 


‘ALL INFORMATION CONTAINED 
Plants: Sutec HEREIN IS UNCLASSIFIED 
UATE 11-05-2020 28 


Comment: CP Functionary 

eet/agt RE: DONALD SPENCER AMTER, SM - C 

we7 .100-89966 bé6 -1 
18-cv-01868-9270 b7c -1 


Ce 


-_ mane 
MS FIELD: NEW YORK 
NY 2639-S 

AUTH: 


INSTALLED: 6/26/59 Ba 
DISCONTINUED 7/24/59 pp aN 


AMTORG TRADING CORPORATION 
(RECEPTION AREA OF AMTORG it) 
TRADING CORP.) 
355 Lexington Ave.,. 
New York City, NY 


DRCLASSIPICATION AUTHORITY GEaALiVED> FRO: 61-5381 


beecaetwrrsrr 7] b6 
CONFIBENTIAL 18-cv-01868-9271 °”° 5 


AMTORG TRADING CORPORATION 


AMTORG TRADING CORPORATION MS FIELD: NEW YORK 
NY 2638-S 
AUTH: ALL INFORMATION CONTAINED 
ZNSTALLED: 6/26/59 4seR=IN Is — ~~ - 
DISCONTINUED: DATE 11-06-2020 BY bo <4 
AMTORG TRADING CORPORATION 
Office of Nikolai N. Smelyako 


355 Lexington Ave., 
New York City, NY 


61-5381- #470 


18-cv-01868-927 


CONEDENTAL 
AMTORG TRADING CORPORATION MS FIELD: NEW YORK 


("JUNE") NY 2645-S 


AUTH: -33 
INSTALLED: 7/6/59 CLASSIFIED BY 2 
DISCONTINUED: 7/24/59 D ON: OAD 


AMTORG TRADING CORPORATION 
(CONFERENCE ROOM, 19th FLOOR) %< 
355 Lexington Ave., “ 
NEW YORK CITY, NY (0) 

61-5381 - 18-cv-01868-9273 


BGCLASSIPICATION AUTHOALIN CERIveS PRCe 


PRI AUTOMATIC SECLARSIPICAT b6 -1 

BATE 11-06-2825 BL: 

CONBBENEAT ee | 
| 


CONFIDENTIAL 
AMTORG TRADING CORPORATION MS FIELD: NEW YORK 
NY 2646-S 


AUTH: = 
INSTALLED: 7/7/59 CLASSIFIED BY ¢ 
DISCONTINUED: 7/24/5Q DECCASSIFY ON: OADR 


AMTORG TRADING CORPORATION (I!) 
(ENGINEERING OFFICE OF THE SW - 
CORNER OF 19th FLOOR 

355 Lexington Ave., 

NEW YORK CITY) bé6 =-1 


b7c -1 
61-5381 48. -v-01868-9274 


BECLASSIFICATION ACTHORITY DERIVES FACK: 
PAL AUTOMATIC DECLASSIFICAT = : 


CONFIDENTIAL: «8 tesezses - 


SeCLASS LP ication MTAORITY GFR IVe Pate: 
"PSL ROTOMATIC GECLASSIPICATION Guine 


18-cv-01868-9276 


CONFIDENTIAL | 


18-cv-01868-927,/ 


EXEMPTED FROM AUTOMATIC 

DEC LASSI FICATION 

AUTHORITY URRIVED FROM: 

ERI AUTOMATIC DECLASSIFICATION GUIUE 


EXEMPTION CODE- 25% (1) 
"DATE 11-13-2020 xt 


"SF is-c-01s68-9278 ~~ 


18-cv-01868-9279 


 _SEGRET = 


_ea 18-cv-01868-9280 |*! 


ee 


CONFIPENTIBL 

AMTORG TRADING CORPORALION TS" FIELD: NEW YO 
(PRATT ESTATE) ND 542 
| pee (Formerly NYT 537) 
AUTH: - 
INSTALLED: 7/13/49 benassi 
DISCONTINUED: 2/27/50 
AMTORB TRADING CORPORATION 
PRATT ESTATE 

GLEN COVE, —_18-cv-01868-9281 
LONG ISLAND, NY 


0) 


parktin 


b6 -1 
62-77787-240-406 angie 


BECLASSIFICATION AUTHOAITS Se ECE 
FRI AUTOMATIC DSECLASSIPIC“ 


CONFIBENTIAL SATE 11-17-7020 ay 


EXEMOTES PROM ACTOMATIC 
PECLASSIFICATION 
AUTHORITY GERIVED FRok: b7JE -2 
FOL AUTOCRATIC DECLASSIFICATION Guiog 
EXEMETICN Cole. 25x i) 
BATS O1-a5-2021 BY 


18-cv-01868-9283 


18-cv-01868-9284 ~ 


(| 18-cv-01868-9286__—_ 


i 
SECRET 18-cv-01808-9287. } 


eee Ee 
BSCLASSIFICAT 
SLTAORITS CeaIVES FRO. 
Pel AUTOMATIC SECLACHIPICATION Guicg 
EREMCTIO€g COGe: £5511) 


18-cv-01868-9288 


Ro lore, 


ae ae 18-cv-01868-9289 


TAEUSRATION CONTA Ae 
BARie If UNULASS IE IES 
PATE 12-O9-2020 & 


ALL INSORMATION CONTAINED 


HEREIN 15 UNCLASS: ek i 
DATE 12-02-2020 “ b3 -1 


bé -1 
b7c -1 
b7E -2 


18-cv-01868-9291 


ALL INFORMATION CONTAINED 


& HEREIN TS UNCLASSI 
Ls 12-05-2020 By 


-1 
-2 


18-cv-01868-9292 


ALL INFORMATION CONTAINED 
HEREIN I5 UNCLASSIFIED 
DATE 12-09-2020 BF 


b3 -1 
bé6 -1 
b7c -1 
b7E -2 


18-cv-01868-929 


b3 -1 


b6 -1 
b7C -1 
ALL INFORMATION CONTAINED b7E -2 
HEREIN IS UNCLASSIFIED 
im 


12-69-2070 2 _—e -cy-01 868-9704 


18-cv-01868-9295 


ALL INFORMATION CONTAINED 


18-cy-01 868-0906 32821N IS UNCLASSIFIED 
DATE 12-09-2020 BY 


| 
b7E -2 


18-cv-01868-9297 


yee PXECREATION CONTAINED 
‘THEREIN 1S UNCLASSIFIED 


18-cv-01868-9298 


18-cy-01868-9301 


